WINTER WIND 


SIMMER WIND 


l«4 HJRUNS 2'0/C 



Pt2x6BEM>IC<WT. 
PT.2.4 PURLmCONT 
F%E»^ASS cm MET. 
CORRUGATED ROOT 
PT.2x4 PUrejNCONT. 
PT . 3" WOOD POST 

tyrcal rabbit cage 
SUSPENDED ON CABLE 
1/2*'WATERLINE 
W/2 NIPPLES/CAGE 


SECTIONAL 

SCALE¬ 
S'' 0" I' i 



ELEVATION 

4 BAYS TYPICAL 
SCAt,E-„ 



I. BULCnNO MAY BE CCmSTRUCTED ANY LENGTH DESIRED 

2 SUSPEND CAGES SO THAT CASES MAY SE REMOVED POR 
CLEANING CAGE SUSPENSK>N MUST PREVENT ANY CAGE 
MOVEMENT 

3. IF WORM KDS ARE DESIRED UNDER CASE. ATTACH 1x6 PT. 
TO OUTSire OF POST W/GALV. NAILS TO RUN 5" ABOVE 
EXISTING GRADE. 

A fWWDE »«DE AND WIND PROTECTION FCR RABBITS WITH 
SCREENS OR SHADES. MAINTAIN 2" ARSMCE 
BETWEEN SHME AfC CAGE MINMLM. 

G PROTECT NEST BOXES DURING COLO WEATHER WITH 
WOOD BOX MADE TO FIT OVER OUTSIDE WALLS OF 
NEST BOX- SUSPEND W/WIRE ON BOTTOM OF CAGE. 

G ROOFWG MAY K CUT FROM Itf LONG ROOFING MAT'L, 

(I-7”LG., I'-S'LG) WITHOUT WASTE. 


COOPERATIVE EXTD4»ON WOWC IN 

AGRICULTURE AND HOME ECONOMICS 


1 UNirU »TATWI QCMMTMKWTOrAO me Vl.TUmieOO^«ATtM<l 

























